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Message Text 

UNCLASSIFIED 

PAGE 01 BRIDGE 02140 071421Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

128654 071928Z/50 

R 061926Z SEP 77 
FM AMEMBASSY BRIDGETOWN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3555 

UNCLAS BRIDGETOWN 2140 

E.O. 11652:N/A 

TAGS: BEXP, BFOL, BB 

SUB J : PRIVATE TRADE OPPORTUNITY 

1. BARBADOS 272/01/P 03 

2. 090677 

3. C.W. BASS 

4. 272 - BARBADOS, WEST INDIES 

5. Y-GOVERNMENT OF BARBADOS 

6. (A) CALL OR WRITE 

6.(B) MR. R.S. GOODWIN FOR CHIEF ENGINEER 

6. (C) WATERWORKS DEPARTMENT 
GOVERNMENT OF BARBADOS 
PINE. ST. MICHAEL 
BARBADOS, W.I. 

7. CABLE: N/A TELEPHONE 64134 

8 . - 

9. 101 

10. DESCRIPTION: 

3321500 - DUCTILE IRON PIPES 

ACTING CHIEF ENGINEER, WATERWORKS DEPARTMENT, GOVERNMENT 
OF BARBADOS, HAS WRITTEN EMBASY REQUESTING THAT HE BE PUT 
IN TOUCH WITH MANUFACTURERS OF DUCTILE IRON PIPES OF THE 
FOLLOWING SIZES, QUANTITIES AND SPECIFICATIONS AND TO RECEIVE 
QUOTATIONS ON SAME. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRIDGE 02140 071421Z 

SIZE 4" - 5,000 LENGTHS SIZE 6" - 1 ,000 LENGTHS 
SIZE 8" - 1,000 LENGTHS SIZE 10" - 1,000 LENGTHS 
SIZE 12" - 1,000 LENGTHS SIZE 16" - 1,000 LENGTHS 

PIPES SHALL BE OF DUCTILE IRON MADE TO SPECIFICATIONS ANSI 
A.21.5 1-1976 (AWWA C 151-76) AND SUPPPLIED IN 18 FEET NOMINAL 
LENGTHS AND FOR TYTON JOINTING WITHOUT ANY ADDITIONALARRANGE- 
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MENT FOR ELECTRICAL CONDUCTIVITY. 

WALL THICKNESSES OF PIPES SUPPLIED SHOULD MEET THE REQUIRE- 
MENTS OF TABLE 51.4 OF ANSI A.21.51-1976 FOR THICKNESS CLASS 
52 FOR PIPES UP TO 12 INCHES DIAMETER. WALL THICKNESSES 
FOR PIPES OVER 12 INCHES DIAMETER SHOULD BE TO THICKENESS 
CLASS 51. 

LAYING CONDITIONS IN BARBADOS ARE 2.5 FEET OF COVER, AND 
MAXIMUM WORKING PRESSURE IS 250 POUNDS PER SQUARE 
INCH. 

THE PIPES ARE TO BE COATED OUTSIDE WITH THE STANDARD 
BITUMINOUS COATING TO THE SPECIFICATION OF SECTION 51-8- 
COATINGS AND LININGS OF ANSI A.21.51-1976. THE INSIDE OF 
THE PIPES SHOULD BE LINED WITH CEMENT MOTAR IN ACCORDANCE 
WITH ANSI A. 2 1.4 AND GIVEN A SEAL COAT OF BITUMINOUS MATERIAL. 
EDDY 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 06-Sep-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BRIDGE02140 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770324-0047 

Format: TEL 

From: BRIDGETOWN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770996/aaaaddgb.tel 

Line Count: 80 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 612a784d-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1383208 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BEXP, BFOL, BB 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/612a784d-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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